ANDREWS INTL / HBID INCIDENT REPORT/LOG 
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1515/15 


25 


1530/15 
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BID office - start of watch - briefing 


Contact - 7040 Hollywood - contacted three (3) transients 
blocking the sidewalk - subject were advised and sent on 
there way 


Contact - 6051 Hollywood - 7/11 Store - checked the parking 
lot for transient activity - no problems to report 


Business check - 6407 Sunset - J in the Box - checked the 
parking lot for transient activity - no problems to report 


Assist - Lexington & Vine - Taco Bell - r/p reports a 415 
transient inside the location - upon arrival the subject was 
GOA 


Assist - 6290 Sunset - Starbucks - r/p reports a 415 transient 
inside the location - subject was GOA upon our arrival. 


Radio call - 6753 Hollywood - r/p reports transient standing in 
front of the location. r/p was advised that anyone can stand on 
the public sidewalk with no LAMC violation committed. 


Radio call - 1651 Cahuenga - Hollywood Video - r/p reports a 
m/b/a inside the location refusing to leave. The subject was 
locked inside the rear of the location in a small closet. After 
several attempts the subject opened the door and was 
advised and sent on his way without incident. 


Radio call - Cahuenga & Hollywood - r/p reports a 415 m/b/a 
in front of his building and appears to be 5150 with 
pedestrians. This incident was referred to LAPD 


Serviced vehicle #3 with fuel 
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1600/16 Radio call - 6000 Hollywood - Salvation Army - r/p reports a 
15 415 m/b/a inside the location refusing to leave. Upon arrival | 
contacted the r/p who told me that the subject lives at the 
location and they were having a civil dispute over his contract. 
The r/p left the location without making a decision. 


1630/17 Code 7 -IHOP 
00 


1720/17 Assist - 6516 Sunset - Super 8 Motel - r/p reports a 415 m/b/a 
40 inside the property reusing to leave 
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